
Town of Arlington, MA 
Redevelopment Board 

Agenda & Meeting Notice 
May 7, 2018 


The Arlington Redevelopment Board will meet Monday. May 7, 2018 at 6:45 PM in the 

Town Hall Annex, Second Floor Conference Room 

1. Continued Public Hearing Re-Open EDR Special Permit Docket #2644 to allow Leader 
Bank N. A. to construct new and replace existing signage at 180 Massachusetts 
Avenue under Article 7 Signs 

6:45 p.m.-7:15 • Applicant will provide an update to the Board. 

p-m. • Members of the public will be provided time to comment. 

• Board members will ask additional questions and vote. 

2. Continued Public Hearing EDR Special Permit for Docket #3552 to allow Joseph 
Marcus and David Spinney, for Food For Thought, LLC, to construct new and replace 
the existing signage at 478 Massachusetts Avenue under Article 7 Signs 

7:15 p.m.-7:45 • Applicant will provide an update to the Board. 

P-"^- • Members of the public will be provided time to comment. 

• Board members will ask additional questions and vote. 

3. Adjourn 

7:45 p.m. Adjourn 
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Town of Arlington, Massachusetts 


Continued Public Hearing Re-Open EDR Special Permit Docket #2644 to allow Leader Bank N. A. to 
construct new and replace existing signage at 180 Massachusetts Avenue under Article 7 Signs 


Summary: 

6:45 p.m.-7:15 p.m. 


• Applicant will provide an update to the Board. 

• Members of the public will be provided time to comment. 

• Board members will ask additional questions and vote. 


ATTACHMENTS: 


Type File Name Description 

□ Mater^'"^ 180_Mass_Ave_Leader_Bank_Corporate_Headquarters.pdf Leader Bank Sign Options 


Reference 

Material 


180_Mass_Ave_correspondence_from_Arl_Vision_Ctr. pdf 


Correspondence from Arlington 
Vision Center 
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ILLUMINATED CHANNEL LETTERS. SCALE 3/8" =1’-0” 

- 4” DEEP ALUMINUM CHANNEL LETTERS 

- 3/16” WHITE ACRYLIC FACES 

- ILLUMINATED WITH WHITE LED’S 

- LETTERS MOUNT TO STRUCTURAL TUBING, PAINTED BURGUNDY 
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OPTION #1 
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ILLUMINATED CHANNEL LETTERS ON RACEWAY SCALE 3/8” =1’-0’’ 

- 4” DEEP ALUMINUM CHANNEL LETTERS ON A RACEWAY 

- 3/16” WHITE ACRYLIC FACES 

- “180 MASSACHUSETTS AVENUE" IS 3/4” THICK ACRYLIC, SPRAYED MAP METALLIC GOLD 

- ILLUMINATED WITH WHITE LED’S 

- LETTERS MOUNT TO RACEWAY, PAINTED TO MATCH BUILDING 
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OPTION #2 
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ILLUMINATED CHANNEL LETTERS ON RACEWAY SCALE 3/8" =1’-0’’ 

- 4" DEEP ALUMINUM CHANNEL LETTERS ON A RACEWAY 

- 3/16” WHITE ACRYLIC FACES 

- ILLUMINATED WITH WHITE LED’S 

- LETTERS MOUNT TO RACEWAY, PAINTED TO MATCH BUILDING 
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FAB ALUMINUM “NUMERALS SCALE=1/2’’ 1’-0” 

- 2” DEEP FABRICATED ALUMINUM NUMERALS 

- PAINTED MAP METALLIC GOLD 

- LETTERS HAVE SOLID BACKS “NOTCH IN NUMBER “8” 

- TAPE MOUNTED TO GLASS 



INSIDE GLASS - BACKS 

- 1” THICK ACRYLIC TAPE MOUNT TO GLASS 

- PAINTED MAP METALLIC GOLD 


OPTION #3 
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ILLUMINATED CHANNEL LETTERS ON RACEWAY. SCALE 3/8” =1’-0” 

- 4” DEEP ALUMINUM CHANNEL LETTERS ON A RACEWAY 

- 3/16” WHITE ACRYLIC FACES 

- ILLUMINATED WITH WHITE LED’S 

- LETTERS MOUNT TO RACEWAY, PAINTED TO MATCH BUILDING 
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OPTION #4 
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ARLINGTON VISION CENTER 


180 Massachusetts Ave Unit 101-B 
Arlington, MA 02474 
781-646-7776 


April 16, 2018 

To Whom it May Concern: 

I am writing to state my position pertaining to Docket # 2644. As I stated at the meeting held 
on Monday April 2,2018,1 am strongly opposed to the removal of the signs, 180 
MASSACHUSETTS AVENUE, located on the front and back of the building. I am not opposed 
to the placement of a sign on the front of the building only and above the "180 
MASSACHUSETTS AVENUE “ and in accordance with the Town of Arlington Redevelopment 
Board under Article 7 SIGNS. 

The existing sign has identified the building since it was built in the early 1990’s. I believe the 
proposed sign change would create a point of confusion for customers attempting to do 
business with the other businesses located there as the "180 MASSACHUSETTS AVENUE" sign 
has always been a landmark for the customers and business owners. 

! appreciate your consideration in this matter. 


John J. Dunn, Jr. 




Owler, Arlington Vision Center 
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(g) All u@a and Baintenanc j of tnits. the Comaon Araas 
and Faciliti®® and Exclusiv® Usa Area® snail b® conducted in a 
aannar conslatant with tha cosfort and convsniance of tfta 
occupants of the othar Units, ^fo Unit Swn-sr stay us@ or maintain 
his Unit,. CoBfflon Ar@aa and Facilit'as appurtaniint thereto os 
hi»it@d ComraoJi Areas In any manner or condition which will impair 
the value or interfere with the beneficial enjoyment of tha other 
Units, tha Common Areas and Facilities and Limited Common Areas. 

(h) Ke Unit or any part of the Common Areas and 
Facilities or Exclusive Use Areas shall ba used or maintained in 
a Banner contrary to or Inconsistent with t;h® provisions of this 
Hastar Deed, tha Condoainius Trust and tha By-Laws sat forth 
therein (hereinafter “The ny-Laws») ard tho P.ules and Regulations 
of the CondoBiniuB adopted p'lrsuant to said By-'Lawa, 


(1) Parking Spaces: Thera shall be no obstruction of 
any portion of the parking lot except for the parking of motor 
vehicles. Repairing or servicing of vehicle® within the parking 
areas is prohibited. There shall be no overnight parking of 
vehicles. 


(i) Offensive Activities: Ho owner say use or 
maintain his or her Unit or the Conaon Areas appurtenant thereto 
for any purpose or in any manner which is contrary to any 
applicable law, rule, regulation or requirement of any 
governmental authority, or for any purpose whicn would constitute 
a nuisance or be offensive. 


Said restrictions shall be for the benefit of each 
of the Unit Owners and the Condoainium Trustees, and shall be 
®r foreeable by each Unit owner and also by the Condominium 
Trustees. Also, insofar as permi'cted by law, such restrictions 
shall b® perpetual, and, to that and, they may be extended at 
such tls® or times and in such manner as permitted or required by 


dsBage, costs (including but not liaited to attorney’s fees) 
expanses and liabilities caused by said eystes or the 
Installation, maintenance or repa'.r of the saB®. Any activity 
under this section shall be conducted in a timely and workaanlik® 
manner. 










Town of Arlington, Massachusetts 


Continued Public Hearing EDR Special Permit for Docket #3552 to allow Joseph Marcus and David 
Spinney, for Food For Thought, LLC, to construct new and replace the existing signage at 478 
Massachusetts Avenue under Article 7 Signs 


Summary: 

7:15 p.m.-7:45 p.m. 


• Applicant will provide an update to the Board. 

• Members of the public will be provided time to comment. 

• Board members will ask additional questions and vote. 


ATTACHMENTS: 


Type 

File Name 

Reference 

Material 

478MassAve-CD-v5A.pdf 


Description 
478 Mass Ave 
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TABLE OF CONTENTS 

PAGE 

Title 

A1 

COVER PAGE 

A2 

FLOOR PLANS & DETAILS 

A3 

REFLECTED CEILING PLAN & EQUIPMENT AND TABLE/CHAIR LAYOUTS 
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MAP TO 5ITE 

MAP COURTESY OF MAPOUE5T.COM 


GENERAL NOTES: 

1. CONTRACTOR SHALL VERIFY ALL DIMENSIONS PRIOR TO PROCEEDING WITH THE WORK. 

2. DIMENSION STANDARDS USED WITHIN DOCUMENTS ARE AS FOLLOWS, UNLESS OTHERWISE NOTED: 

a. EXTERIOR DIMENSIONING AT BUILDING CORNERS REPRESENTS AN OUTSIDE OF STUD DIMENSION. 

b. EXTERIOR DIMENSION @ WINDOWS AND DOORS REPRESENTS CENTER OF ANOTHER OPENING, OR THE 
OUTSIDE OF THE STUD. 

c. INTERIOR DIMENSIONING AT STUD WALLS REPRESENT A DIMENSION TO THE SIDE OF THE STUD. 

d. INTERIOR DIMENSIONING @ STAIRS REPRESENT A DIMENSION TO THE FINISHED FACED OF THE STAIR. 

3. ALL WORK SHALL BE PERFORMED IN ACCORDANCE WITH THE BUILDING CODE 
OF THE STATE OF MASSACHUSETTS. 
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FAN/LI6HT COMBO 
EXHAUST TO EXTERIOR" 


24X24 ACOUSTIC TILE, kNHITE- 


EXISTING lAlINDOW 


EXISTING 
STAIRS TO REMAIN 


STAIRIAIELL kNALL 
TO MOVE 4" TO 
REAR OE BUILDING 

DEGREASE EXISTING FLOOR 
FILL EXISTING GAPS & CRACKS 
lAl/ EPOXY PILLER 
BUPF EXISTING VINYL FLOORING 
TO RECEIVE NEkN 
EPOXY RESIN PLOOR 


EXISTING PIRE 
SUPPRESSION 
TO REMAIN 

EXISTING CONVECTION OVEN 
TO REMAIN 
EXISTING HOOD 
TO REMAIN 

EXISTING SANDIAIICH UNIT 
TO REMAIN 


STAINLESS STEEL SHEETS 
ON 5/S" TYPE 'X' i^PSUM 
EXISTING PRIALATOR 

to\remain 

AD^ TOILET 
PAPERTipWEL 
DIS^NSER 

& TRASH RECEPTACLE ^ 

REMOVE EXISTING FLOORING 
APPLY NEkN VCT FLOORING 
VINYL BASE TYP, 


2X4 STUDvl^LLS 
@ 16" O^C. TYP. 



EXISTING MOP SINK 
EXISTING PREP SINK 

EXISTING kNINDOlAI 
& EXHAUST FAN ABOVE 

SHELVES FOR 
STORAGE 


EXISTING FREEZER 
TO REMAIN 

EXISTING SHELF ABOVE 
DOOR TO REMAIN 


EXISTING STEEL DOOR 


EXISTING HAND SINK 


EXISTING GREASE TRAP/ 


EXISTING THREE BAY SINK 


1S"X24" PASS THRU 
POCKET DOOR 
kN/ COUNTERTOP 
AS SILL 

BUILD SLIDING DOOR 
ON KITCHEN SIDE 
STAINLESS STEEL 
COUNTERTOP @ 36" AFP 


PHASE 2 

NOT IN CONTRACT 



ADA GRAB BARS- 
ADA TOILET- 


BUILD BOX ON PLOOR 
TO COVER EXIST- 
GAS LINE 


PAINT 







-22"X30" MIRROR 


-GFCI OUTLET 


kNALL-MOUNTED 

"sink 


-VINYL BASE 




BATH ELEV. I 


SCALE: 1/2" = V-0" 



BATH ELEV. II 


SCALE: 1/2" = V-O" 


INSTALL NEkNkNINDOkN 
IN PHASE 2 

RIOR COUNTERTOP 
EGRATE kNITH SILL 



BATHR(9(9M DETAIL FLOOR PLAN 

SCALE: 1/2" = V-0" 


24X24 ACOUSTIC 
TILE, kNHITE 


PHASE 2 

NOT IN CONTRACT 


NING OVER 
lAlINDOkN 
PHASE 2 

TEMPERED & SMOKED GLASS 
ABOVE HALF-HALL 

EXISTING MASONRY kNALL 


EXISTING kNINDOkN- 


LED ROPE LIGHT- 


EXISTING MASONRY HALL- 


EXISTING DOOR 
TO REMAIN 


ALL EXISTING HINDOHS 
TO REMAIN 
REPLACE TRANSOM 
GLASS AS NEEDED 


A 

ID. 


■r-4" 



BACK CUSHION TO 
EXTEND OVER HINDOH SILL 
'& INSTALL LED ROPE LIGHTING 
@ HINDOH LOCATIONS ONLY 


BENCH CUSHION 


SMOKED, 

TEMPERED-■ 

GLASS 

GRANITE CAP 
EASED EDGES 
ON 2X4 STUD 
HALF-HALL 


1/2" GYPSUM- 


1" BULLNOSE 
'chair rail 

-HAINSCOTING 


< 

fo 


FINAL BENCH DESIGN 
BY OTHERS 


-1/2" QUARTER ROUND 


rr 


r 


BENCH BACK CUSHION 


BENCH CUSHION 


BUILD BOX ON FLOOR 
TO COVER EXIST- 
GAS LINE 
VINYL BASE- 


PAINT-_® 



ADA GRABBARS 


TP HOLDER 


BUILD BOX ON PLOOR 
TO COVER EXIST 
GAS LINE 



T 


BENCH FRAME 



BATH ELEV. 

SCALE: 1/2" = I'-O" 



BATH ELEV. IV 

SCALE: 1/2" = I'-O" 



FLOOR PLAN 

SCALE: 1/4" = I'-O" 



BENCH SECTI(9N 

SCALE: 1" = V-0" 



lAlAINSCCTINC/HALF-jAlALL DETAIL 

SCALE: 1" = V-0" 


DOOR SCHEDULE 

NUMBER 

OTY 

FLOOR 

SIZE 

DESCRIPTION 

PIRE 

CODE 

MANUFACTURER 

COMMENTS 

D01 

1 

1 

1620 L 

POCKET-SLAB 




PASS-THRU 

D02 

1 

1 

3068 LIN 

HINGED-SLAB 




OAK VENEER, SOLID HOOD CORE DOOR, PAINTED, PRIVACY LOCK, SATIN NICKEL HARDHARE 

DOS 

1 

1 

3068 L IN 

HINGED-DOOR EOS 




PROVIDE KICK STOPS 


DOOR SIZES AND DIMENSIONS TO BE VERIFIED BY CONTRACTOR AND DOOR 
REP PRIOR TO ORDERING AND INSTALLING 
DOOR SHING AND TYPE INDICATED IN SIZE COLUMN: 

"L" = LEFT SHING 
"R" = RIGHT SHING 
"IN"= INTERIOR DOOR 
"EX" = EXTERIOR DOOR 

SIZES SHOHN ARE GIVEN AS HIDTH/HEIGHT AND FEET-INCH MEASUREMENTS. 
FOR EXAMPLE A DOOR SIZE 286S IS 2'-8" HIDE AND 6'-8" TALL DOOR. 
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REV. BATH & DOOR SIZES 
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12/7/17 
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LINEAR LI6HTIN6 

PENDANT CHANDELIER 

RECESSED CAN LI6HT 
PENDANT LI6HTINC 
EMERCENCY EXIT BACKLIT SIGN 
^NITH EMERGENCY LIGHTING 

EMERGENCY LIGHTING-DOUBLE HEAD 

EMERGENCY LIGHTING-SINGLE HEAD 
BATTERY-BACKUP SMOKE DETECTOR 
W/ STROBE LIGHT 
PLOOR-MOUNTED RECEPTACLE 
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EXTINGUISHER 
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DROP CEILING 24" 
lAlHITE ACOUSTICAL TILE 
24X24 


TV OUTLET- 



DROP CEILING 24" 
lAlHITE ACOUSTICAL TILE 
24X24 


EMERGENCY LIGHTING 
AND FIRE ALARM BUZZER 


DININ6 

24X24 ACOUSTICAL TILE 
APPLIED TO CEILING SUBSTRATE 
SUBSTRATE TO BE LEVEL ^ 
& FREE OF BUMPS 






pD ROPE LIGHTING 
EHIND BENCH SEAT BACK 


LED EXTERIOR FLOOR LIGHT FIXTURE 
DIRECTED ©SIGN 
TO BE CONTROLLED BY 
PHOTOVOLTAIC CELL 



REFLECTED CEILIN6 PLAN 

SCALE: 1/2" = V-0" 






DIN INC RCCM 5EATINC PLAN FOR 24 5EAT5 


SCALE: 1/2" = V-0" 
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REV EQUIP. LAYOUT 
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12/7/17 
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Town of Arlington, Massachusetts 


Adjourn 

Summary: 

7:45 p.m. 


Adjourn 


